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Nixon Loses Election 
In Vote at Art Gallery 

Special to The New York Times 

WASHINGTON, Nov. 14— 
President Nixon lost the elec- 
tion — at an exhibit of Presi- 
dential losers at the National 
Portrait Gallery. 

Visitors of all ages and 
countries cast ballots on; a 
voting machine for the Pres- 
idential candidate they want- 
ed to see lose in 1972. Presi- 
dent Nixon easily led all con- 
testants. 

The President overwhelmed 
Gov. George C. Wallace of 
Alabama in the primary con- 
test by nearly 2 to 1 in losing 
1 votes. Against Senator George 
McGovern, Mr. Nixon/i-re- i 
cleived 8,882 losing votes to j 
I 4,896 for Mr. McGoverm 


